COMMUNIQUE 


CONCORDIA 


1455 de Maisonneuve Bivd. West, Montreal, Quebec H3G 1M8 (514) 879-8497 


October 7, 1977 


THE STATE OF THE UNIVERSITY 


The Rector, Dr. John O'Brien, will be talking to the 
faculty and staff about the state of the university, its plans 


and concerns, at the following times: 
Thursday, Oct. 13 1:30 p.m. Alumni Auditorium, 
SGW Campus 
Tuesday, Oct. 18 1:00 p.m. F.C. Smith Auditorium, 


Loyola Campus 


The Rector's yemarks will be followed by a period for 


questions and discussion, 


